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Filer Information 

Name: Jesse Gulf Coast Schmidt 

Status: Congressional Candidate 

State/District: LA02 


Filing Information 


Filing Type: 
Filing Year: 
Filing Date: 


Candidate Report 
2018 

09/21/2018 


Schedule A: Assets and "Unearned" Income 

Asset Owner Value of Asset Income 

Type(s) 


Income Income 

Current Year to Preceding Year 

Filing 


American Funds => $1,001 - $15,000 Tax-Deferred 

AMCAP Fund, 100% Interest [MF] 


American Funds => $1,001 - $15,000 Tax-Deferred 

American Balanced Fund LMF] 


American Funds => $1,001 - $15,000 Tax-Deferred 

American Funds Global Balanced Fund 

[MF] 


American Funds => $1,001 - $15,000 Tax-Deferred 

American Mutual Fund [MF] 


American Funds => $1,001 - $15,000 Tax-Deferred 

Capital Income Builder [MF] 


American Funds => $1,001 - $15,000 Tax-Deferred 

Capital World Growth and Income 
Fund [MF] 


American Funds => 

EuroPacific Growth Fund [MF] 


$1,001 - $15,000 Tax-Deferred 




Asset 

Owner Value of Asset 

Income 

Type(s) 

Income 

Current Year to 
Filing 

Income 

Preceding Year 

American Funds => 

Fundamental Investors [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

International Growth and Income Fund 

[MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

New Perspective Fund [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

New World Fund [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

SMALLCAP World Fund [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

The Growth Fund of America [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

The Income Fund of America [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

The New Economy Fund [MF] 

$1,001 - $15,000 

Tax-Deferred 



American Funds => 

Washington Mutual Investors Fund 
[MF] 

$1,001 - $15,000 

Tax-Deferred 



Edward Jones => 

Roth Individual Retirement Account 

[IH] 

$15,001 - $50,000 

Tax-Deferred 



Gulf Coast Special Systems, 100% 
Interest [OL] 

$500,001 - 
$1,000,000 

Dividends 

$50,001 - 
$100,000 

$100,001 - 
$1,000,000 

Location: Gretna, LA, US 

Description: Primary source of income. Fire and security alarm business. 





* Asset class details available at the bottom of this form. For the complete list of asset type abbreviations, please visit 
https://fd.house.gov/reference/asset-type-codes.aspx . 


Schedule C: Earned Income 



Source 

Type Amount 

Current Year to 
Filing 

Amount 
Preceding Year 

Gulf Coast Special Systems 

Salary and Dividends $63,525.00 

$151,080.00 

West Jefferson Hospital 

Spouse Income $39,240.00 

$58,631.53 

Comments: Nurse 



Schedule D: Liabilities 

Owner Creditor 

Date Incurred Type 

Amount of 
Liability 

Wells Fargo 

June 2018 Credit card for tuition 

$10,000 - $15,000 

Schedule E: Positions 

Position 

Name of Organization 


Member 

Gulf Coast Special Systems 


Schedule F: Agreements 



None disclosed. 



Schedule J: Compensation in Excess of $5,000 Paid by One Source 


Source (Name and Address) 

Brief Description of Duties 



AC Marriott (NEW ORLEANS, LA, US) Fire Alarm Replacement 

Gulf Coast Housing Group (New Orleans, LA, US) Fire Alarm Install 

Bonano Electric (New Orleans, LA, US) Fire Alarm Install 

Cargill, Inc (New Orleans, LA, US) Camera, Access Control and Fire Alarm 

Commercial Renovation Services (Canton, GA, US) Fire Alarm Install 

Commonwealth Electrical (Slidell, LA, US) Fire Alarm Install 

Cypress Apartments (Marrero, LA, US) Fire Alarm Replacement 

Heritage Electrical Company (Gretna, LA, US) Fire Alarm Install 

HUDA Construction (NEW ORLEANS, LA, US) Fire Alarm Install 

International Paper (Bogolusa, LA, US) Fire Alarm Install 


Jouandot Electrical Services (Kenner, LA, US) 


Fire Alarm Install 





Source (Name and Address) 

Brief Description of Duties 

City of Gretna (Gretna, LA, US) 

Camera, Access Control and Fire Alarm 

Mark Middleton (Gretna, LA, US) 

Camera System Install 

NFT Group (New Orleans, LA, US) 

Fire Alarm Install 

SITI Construction (Lake Charles, LA, US) 

Fire Alarm Install 

Upper Pontalba Building (New Orleans, LA, US) 

Fire Alarm Service 

Schedule A Asset Class Details 

0 American Funds 


0 Edward Jones 



Exclusions of Spouse, Dependent, or Trust Information 


Trusts: Details regarding "Qualified Blind Trusts" approved by the Committee on Ethics and certain other "excepted trusts" need not 
be disclosed. Have you excluded from this report details of such a trust benefiting you, your spouse, or dependent child? 

r Yes <• No 


Exemption: Have you excluded from this report any other assets, "unearned" income, transactions, or liabilities of a spouse or 
dependent child because they meet all three tests for exemption? 

r Yes <* No 


Certification and Signature 

F I CERTIFY that the statements I have made on the attached Financial Disclosure Report are true, complete, and correct to the 
best of my knowledge and belief. 


Digitally Signed: Jesse Gulf Coast Schmidt, 09/21/2018 





